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June 1943 

IffiiHiQV OaAI) - VdSAC rai lroad line ; 

Secondary line? sin^le-trucx staudaru^auge* 

Traffic; 20 truing per 24 hours* 
maximum speed: 60 luu/h* 

Permissible number of axles: 120 per train* 

Type of rails: i (lliu^arian type) 23 » 5 kg/m* 

a* Railroad stations: 

r ./iuOV'Jxix) (see annex 1)* 

A IdK o All 0 ROY 0 (tfltoftJAisIK pOnJ^).. (annex 2) one track 
(arrival line fcr narrow gauge line) 
lias three rails* Third rail $as been 
laid between two European gauge rails 
to establish a narrow gauge track (76 cm)* 
filUQVdiAD is the starting point of the 
narrow gauge line* The r .slDliOV GU\i)- Albii- 
dAhDAOVO section has three rails S3 des- 
cribed above « 

LA^ARGrVO (annex 3)* 
oARCA (dulJoSXA)* (annex 4)* 

S&OAhJ (annex 5)? one water container with a capacity 
of 55 cubic meters $ one locomotive. 

OUT (annex 6)* 

bGlTA $ annex 7)* 

. " : AG-I r T A ( annex 8 ) <> 


25X1 


CLASSIFICATION 


CONFIDENTIAL 


Approved For Release 2003/08/11 : CIA-RDP82-00457R0038001 20004-7 








25X1 




iCONFlDENTIAl 


d 2003/08/11 : CIA-RDP82-00457R003800120004-7 

.. 

25X1 


b. Bridges i 

1.5 k.. k . bey one SBCAITJ, bridge across I'amis River, 200 meters Ion.: 

1*0 to beyond ICCNAK, bridge across Begej Canal, 40 mater3 low: 

1*0 km beyond ‘ Albl-ITA, brid e across Prsac brook, 30 rioters long 

4.0 to beyonr Pk'LiS, bridge across P-sac brook ? 50 meters long 

K ir ‘A ** SABAC Lallroac Line : 

Silicic -track standard- gauge line. 

Bridge across the Save River near SAEAC s combined railroad and 

road bridges 

Length: 670 meters, 4 piers (concrete/, concrete abutments. 

Spans: 4 of 100 motors each and 

1 of 200 meters (navigable channel). 

8 Annexes s 1 . PLTKOVGrkJtl/ ( 2.KLb JAN IN { 

— ~ 2. ALEKSANDR ? /V 0 (ZHMJlNIN POLJE) 

3. 1AZAI1EV0 
4* &ARCA (SbfJESKA) 
b. SLC All J , 

6 * 001 * 

7. BORA 
' 3 » AKSITA* 
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Standard Gauge - Single Track 
Not to Scale 
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